Starter Solenoid 
(Not included 
with this kit) 


12V ignition 
feed from 
ignition switch 
(Not included 
with this kit) 


Ballast Resistor 
(Not included 
with this kit) 


Tach 


Ignition 
Module 


(Not included 
with this kit) 


92970218 


Distributor 


To “I” on starter solenoid 


Ignition 
Coil 


To ignition switch side of resistor 


To distributor 
To ignition connector 
coil 


To coil side of resistor 


To pulse terminal on tach (if so equipped) 


To 2 way 
ignition 
module 

connector 


To 4 way 
ignition 
module 

connector 


Oy 
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